DART AEROSPACE LTD Work Order: 
eae ee 


Description: Deck Plate Locator Bracket PartNumber: | | D2369-1 | 
ee 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual 
Tolerance 
Dimension Dimension 
0.500 +/-0.010 


4.500 +/-0.010 
1.000 +/-0.010 


Inspection Dwg: D2369 Rev: B 


Method of 


. Comments 
Inspection S eni 


5.649 +/-0.010 
37.996 +/-0.010 
38.297 +/-0.010 


5.000 +/-0.010 
4.451 +/-0.010 
0.549 +/-0.010 


60.128 +0.005/-0.000 


39.000 +/-0.010 


38.544 +/-0.010 
0.940 +/-0.010 


Measured by: Se Audited by: ae Preliminary Approval: aa 
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